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PAGE 01 TUNIS 00687 030932Z 
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ACTION FBO-05 

INFO OCT-01 NEA-09 ISO-00 A-01 ABF-01 AID-05 /022 W 

003527 

R 030745Z FEB 75 
FM AMEMBASSY TUNIS 
TO SECSTATE WASHDC 8127 
AMEMBASSY ALGIERS 


LIMITED OFFICIAL USE TUNIS 0687 

E.O. 11652: N/A 

TAGS: ABLD, AFIN, AG, TS 

SUBJ: VILLA MONTFELD: ELECTRICAL RENOVATION 
REE: TUNIS 7875 

1 . ON 29 JAN EMBASSY RECEIVED LETTER FROM DIRECTOR 
GENERAL OF TUNISIAN CENTRAL BANK (BCT) IN RESPONSE TO 
EMBASSY LETTER AND INTERVENTION SEEKING BCT NON- 
OBJECTION TO PROPOSED PROJECT AT VILLA MONTEELD. 
UNFORTUNATELY, BCT HAS DETERMINED THAT THIS PROJECT DOES 
NOT FALL UNDER THE PROVISIONS OF THE PL-480 AGREEMENTS 
BETWEEN THE US AND TUNISIA, AND BCT WILL NOT RPT NOT 
PERMIT PAYMENT OF US-OWNED DINARS TO THE TUNISIAN 
CONTRACTOR. 

2. WE SINCERELY REGRET ANY INCONVENIENCE THIS DECISION 
MAY CAUSE. 

SEELYE 


LIMITED OFFICIAL USE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: johnsorg 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975TUNIS00687 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750038-0592 
From: TUNIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750276/aaaacqtw.tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBO 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 TUNIS 7875 

Review Action: RELEASED, APPROVED 

Review Authority: johnsorg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 29 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 JUL 2003 by ShawDG>; APPROVED <20 NOV 2003 by ]ohnsorg> 

Review Markings: 
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EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: VILLA MONTFELD: ELECTRICAL RENOVATION 
TAGS: ABLD, AFIN, AG, TS 
To: STATE ALGIERS 
Type: TE 
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